Digital Oil Painting of Venice Bridges 



Photo of bridges in Venice, Italy that was altered with the Topaz Adjust plug- in (autumn and 
color blast effects), then the Topaz Lens Effects plug-in (UV haze effect), then the Topaz Adjust 
plug-in (setting sun dynamic effect), then the Dynamic Auto-Painter 4 (Pino effect), and then the 
Alien Skin Snap Art 4 plug-in (oil paint effect). 
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